Cable of USB interfaces: Braided wire 
with magnetic loop 


DPI Setting: 800-1200-1600- 3600DPI 
Button Life: 5000,000 times 
Number of buttons: 6 


Luminous mode: Colorful flashing lights 


System support: XP WIN7 WIN8 VISTA 
Support: USB: 2.0/3.0 


Net weight: 140g-155g 
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